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COURTNEY IN 
SCHOOL DISPUTE 


In a letter to the Town Crier, in which they 
state that if it can be show that "convention- 
al" school design offers equal quality and fin- 
ish, and equal usablé classroom space for the 
same or less cost than the "round" schools of 
Wilmington, four former members of the Perma- 
nent Building Committee, including former Town 
Manager Joseph F Courtney, have challenged the 
"open letter" of last week, released by the 
Wilmington Finance Committee. 

Two of the men, Hanke and Niles, recently 
presented a "minority report" to the Town Meet- 
ing, in which they contended that the proposed 
" 
cout ThE a, cemnne for Woburn Street would 

. e® money. They have now been 
joined by two of their former associates, Jo 
Courtney and Vincent R.- McLain, allof whoa hed 
® part in developing the plans for the" 
schools of Wilmington. 

The Permanent Building Committee, meanwhile, 
under its new Chairman,- Robert Michelson,: has 
approved of a conventional design for the new 
school, with the approved plan having 15 rooms 
in two stories and a 40 foot by 60 foot All- 
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TO STUDY ZONING: After one and one half hours of balloting in 
their Monday night meeting, the League of Women Voters of Wilmington 
voted their next project to be a study of the Zoning of Wilmington. 

New officers elected at the meeting included (1 to r) Mrs Joseph 
Cannon, Ist Vice President; Mrs Stanley Bryn, Secretary; Mrs 
Theodore McKie, President, Mrs Herbert Higley, Treasurer; Mrs 
Louis Howe, Director, and Mrs William Hooper Jr., Director. 


WILMINGTON ARTISTS 
INVITED TO READING SHOW 


round" 


TED JOHNSON NAMED JAYCEE 


Purpose Room. 


No cost estimates have yet been made for the 


new design. 


(Continued on Page 6) 


WILL ASK FOR PUMPING STATION 
& MAIN ST. CONNECTOR 


The passage of Chapter 226 of 
the Acts of 1963, through the efforts 
of Rep Frank Tanner of Reading, 
will result in two or three articles 
in the coming Special Town Meet- 
ing, the Board of Water Commis- 
sioners stated, last Thursday eve- 
ning. 

The act, which was signed by Gov 
Peabody on April 8th., and is effect 
ive immediately, empowers the 
Board of Water Commissioners to 
use the park land on Main Street, 
near the B&M RR for water sup- 
ply purposes, All of the Town Park 
can be used, by the wording of the 
act, but the Commissioners want 
only enough to suit their needs, 

However, at this time, they are 
uncertain as to whether or not a 
Town Meeting vote will also be 
needed, to transfer the land to the 
Water Department, and have asked 
for advice from the Town Counsel. 

In the event at Mr Buzzell says 
a town vote is needed the Water 
Commissioners will present three 
articles for the Town Meeting soon 
to be held, the first being to author- 
ize the Commissioners to take the 
land they need, 

The second article is to avthor- 
ize the construction of a 10 inch 
water main which will connect the 
two ends on Main Street, one end 
being north of the railroad bridge 


MOST HOMES 


IN THIS [Jf Sev 
aash Jouié's 
658 4700 | FUEL ONL 
AUTOMATIC 
TRANSMISSION CO 
287 Main Street 


GENERAL REPAIRS 
TUNEUPS 


1. 657-7@21 


and the other veing opposite the 
J W Greer plant. 

The distance involved is about 
2050 feet, the cost will be be about 
$23,000, and it is proposed to con- 
struct on Betterments, although 
most of the cost will be borne by 
the town, as it owns much of the 
land adjacent to Main Street. 

‘The third article (or second) will 
ask for a sum of about $45,000 on 
bond issue, to construct apumping 
station, westerly from the present 
ball field, and to connect this sta~ 
tion to the new water main by a 
six inch water main, 

‘The ball field lies, in great part 
with the 400 foot radius ofthe pro- 
posed pumping station, and a re- 
sult of the town meeting action will 
be the pyohibition of ball playing 
within 400 foot distance, thus 
requiring, in effect, that ball be 


played elsewhere. 

‘The new station is expected to 
provide about 500,000 gallons of 
water a day, water that is much 
needed on Eames Street, where 
there have been complaints of low 
water pressure, from the manu- 
facturing concerns. 

Ten years ago, when the firms 
began to move into the Eames St. 
area the water pressure (static) 
was in the neighborhood of 80 Ibs. 
Today it reads close to 50 Ibs, and 
has been lower, 

‘The 80 pound pressure is needed 
for fire insurance purposes, and 
the result of the drop has been an 
increase of inquiries from the var- 
fous concerns to the Water Board. 

One of the reasons for the drop, 
(although there are others) is the 
great water consumption of the 
Aveo plant on Lowell Street, The 
effect is to cut the pressure onthe 
main going down Woburn Street, 
to Eames Street. 

The Water Commissioners seek 
to by-pass Avco, in effect, by con- 


ONE WEEK z 
April 16 to May 3rd 
E HEELS 
with 'y pair of % soles 
WILMINGTON SHOE REPAIR 


450 Main Street 
Open 7 am to 6-pa 


YOUNG MAN OF THE 


The Wilmington Junior Chamber 
of Commerce has named Theodore 
Johnson, 561 Woburn Street, as 
Wilmington’s Outstanding Young 
Man of the Year. 

28 years old, a resident of 
Wilmington since 1959, Johnson 
is employed by the Montgomery 
Company of Hadley, Wholesale 
Florists, as a salesman. 

He was the Wilmington Chairman 
of the 1963 Heart Fund Drive, and 
it was principally his organiza- 
tional work in this activity that 
caused his nomination, although 
Mr, Johnson has been active in 
other causes. 

He is married to the former 
Nancy Taylor of Reading, and the 
couple have two children, 

Johnson will be a guest at a 
Junior Chamber of Commerce Din- 
ner in Billerica on April 27th, at 
which time the Massachusetts Jay- 
cees Four Outstanding Men will be 
named, 


BOOKMOBILE 
The Bookmobile will call at the 
Wilmington Housing Authority, on 
Deming Way, Monday, at 9:45 am. 
WILMINGTON 
VETS 
MILITARY BALL 


WILMINGTON GRANGE HALL 
April 19 8 P.M. 
$2.50 Per Couple 4 


ENJOY 
PONY RIDES 


YEAR 


SKATING CLUB HEARS OF 
JEANNE’S TRIP 
The first recounting of her ad- 
ventures in Japan, by Jeanne Ash- 
worth, US Champion Speed Skater, 
was given to the Wilmington Skat- 
!'ing Club, Tuesday night, on the 
occasion of the annual meeting of 
that organization, Miss Ashworth 


related her adventures in the 1963 | 


World’s Championship Matches, in 
which she won 10th place. 

Henri Chinn, 34 Belmont Avenue, 
was elected the new President of 
the club. A 30 year veteran of the 
US Navy, who retired with the rank 
of Lieutenant, Mr, Chinn ts the 
guard at the Middlesex County 
Bank. 

Elected Vice President was Wal- 
ter Hinxman; Treasurer, Tom Gal- 
vin, and Miss Eileen LePore, Sec- 
retary. 

New members of the Board of 


‘At The Famous BRITTS STABLES Directors elected were Jeanne Wa- 


SADDLES CARTS 
RIDING INSTRUCTIONS 


HORSE RIDING 5 
HOURLY RATES AVAILABLE 


IRENE'S 
PONY 
“RIDES - 


874 Main Street, Wilmington 
(Near Eanes) 
657-7248 Britt stables 


ugh, Dick Ring, Mrs Thomas Gal- 
vin and Mrs Chryselle Weinberg. 
Dick George was elected to a one 
year term as Director, to fill a 
vacancy, 


OPEN AIR 
FIRES FORBIDDEN 


Because ofthe prolonged drough: 
| Fire Chief Arthur Boudreau has is- 
| sued a notice that all Open Air 
| Fires in Wilmington are forbidden 
j until further notice. 
i The Fire Department in the past 
three weeks has had many grass 
and brush fires, mostly of a minor 
nature, 

A fire, last Sunday, on the pro- 
perty of Ida Epstein, Salem Street, 
near the Tewksbury line, burned a 
small camp. 


Wilmington Artists have been in- 
vited to participate in an Outdoor 
Art. Festival sponsored by the 
Reading Village Associates, 

The show will take place on Rea- 
ding Common, Saturday, May 25, 
from 10 am to 5 pm, Both Adults 
and High Schoo} artists are invited 
to exhibit Oils, Watercolors and 
Sculpture; two paintings per artist. 

Rules of entry may be obtained 
from boxes provided at the local 
Drug Stores, Lucci’s Market and 
the Public Library. Entry blanks 
must be returned May 18th to 
Mrs Robert Lautzenheiser, 35 Ar- 
cadia Ave,, Reading, the chairman 
of the Art Festival, Further in- 
formation may also be obtained 
from Mrs Dorothy Kemp, of 150 
West St Wilmington,, OL 8 2147 


QUALIFIED = RELIABLE 


Ry SERVICE 


POPULAR BRANDS OF 
TOILETRIES 
WHITMAN - CANDY CUPBOARD 
& SCHRAPFT’ S CANDIES 
COMPLETE LINE OF LIQUOR 
BEER & WLNE 
IV. A. Prescription 
Filled Here. 


Wilmington Ceater 
Pharmacy, lac. 


A. MELVILLE WOODSIDE, PE. GC. Me: 
“THE REXALL STORE” 

Free Prescription Delivery 
Wilmingson’s Firet 
Phernecy 
432 BAIN ST. OPPOSITE DareT 
OL e-sa7e 


Wilmington 
Chamber of Commerce Hember 
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WINNER OF 6 STATE & REGIONAL AWARDS 


SOMEONE SLIPPED THE FINCOM A MICKEY 


For sometime past this paper has noted with 
increasing approval the good work, under the 
guidance of its new chairman, of the Wilmington 
Finance Committee. 

It was the FinCom this spring which threw 
out the idea advocated by certain Selectmen of 
granite curbstones along certain highways. 

Granite curbstones are very nice, but in 
this tow, with its present financial condition 
it is like buying sterling silver for the din- 

ing room with only jelly sandwiches to eat. 

So it is with a bit of dismay that the Town 
Crier has read the FinCom letter about the pro- 
posed Woburn Street School. Somebody slipped 
the FinCom a Mickey. 

There are several mistatements in that let- 
ter, and the voters are liable to hecome con- 
fused and mislead. 

The experience of the Saugus schools is 
cited as being final and self evident. 

Saugus is a highly political town in which, 
not too long ago, the Selectmen were kicked out 
by the voters. In the "round' school case in 
that town the School Superintendent reversed 
himself after approving of "round" schools, in 
what seems to have been a very political action- 

It was for this reason that the State Build-" 
ing Committee turned down the round school pro-— 
posal, saying in effect "if you can't agree, 
how can we?" 

The SBAC hed already approved those plans 
and the Saugus experience doesn't prove any- 
thing except that politics is polities. That 
experience should not be used to confuse the 
issues in Wilmington. 

Secondly, and this is more illuminating, the! 
Town of Saugus had two sets of plans, ana two 
sets of bids, for schools on the same site. 

One was for two "round" schools, based on 
Wilmington's Boutwell School, totaling 24 rooms 
The other was for two conventional schools, to- 
taling 22 rooms. 

The round school bids were $140,000 lower 
than the conventional type schools. 

$140,000 is nothing for Wilmington or any 
other town to sneeze at. 

The FinCom in its letter, 
about maintainance costs. 

The Swain Scylbol, a "conventional ” one, was 
built in 1915, and over the years has had a lot 
of trouble, water in the cellar and leaks in 
the roof. When the writer attended that school 
many years ago it was common to see workmen on 
the roof, trying to fix leaks. It may be re- 
called that one of our town managers, not too 


raises questions 


it aci§ a 
You wouldn’t buy a suit that didn’t fit. 
Make sure your insurance program, 

. fits your needs too. See 


S \ Bedell Brothers Insurance Agency, Inc. 
S 2 I St. OLiver 89116 Wilmington, Mass. 


SUSIE'S 
SONNETS 


by Sylvia Neilson 


MAILING FORM 1040 


This old head aches; my brow is damp; 


My fingers have got the writer's cramp; 


For hours I burned the midnight lamp; 


You'd think they could supply the stamp! 


many years ago, made quite a bit of noise over 
the fact that he had finally "solved" the pro- 
blem, but within two years there were workmen 
men on the roof again, looking for leaks. 

The Wildwood School is another instance. On- 
ly a few years ago this paper published pic- 
tures of workmen chopping holes in the founda 
tions and tearing up a floor because of a main- 
tainance problem. 

In other words maintainance has nothing 
to do with the shape of the building. 

The round schools are basically good, but 
stories are being passed under the table, so as 
to speak. They should be thoroughly explored 
instead of being taken for Gospel Truth. 

One of them says that No. 2 fuel oil has to 
be burned instead of the cheaper No. 5. 

This paper confesses that it doesn't know 
the kind of fuel oil that is being used, but 
it has heard another story which saysthat the 
reason 1s that the janitors don't want to get 
their hands dirty, when they change filters. 

Then there is the FinCom citing of costs: 
"We feel that when the proposed $400,000 twelve 
room schools have cost closer to $500,000 each* 

The Town Accountant does not. sav sn. In his 
reports in the Tow Report he puts the cost of 
_the Glen Road at $4U6, 231.52 and the Boutwell 
Schoot-at $416,059.40. 

The reader is priviliged to check the Town 
Reports, He will find the following: 

Glen Road Boutwell Street. 

$ 1,715.49 
238 , 123.27 
61,716.17 
4,276.59 


1958, 
1959, 
1960, 
1961, 
1962. 


136 
124 
139 
126 
144 


Page 
Page 
Page 
Page 
Page 


$348,845.23 
49,390.09 
400.00 18 823.78 


Totals: $406, 231.52 $416,059.10 


Let it be recorded that the Town Crier had 
believed the Boutwell Street School to cost in 
the neighborhood of $443,000, but the above 
was all that:we could find in the official re- 
«cord of the. town. 

It is fitting and proper that the Finance 
Committee should explore the subject of school 
building costs, and should compare the various 
types, but in this instance it would seem that 
someone has given the Finance Committee some 
misinformation. 


THE NEW MEN, AND THE OLD 


After having, thought over his unexpected ap- 
pointment to the Permanent Building Committee, 
last week, Ralph Currier went down to the Town 


Hall Thursday morning and was sworn into office 
e_and Robert the newly appointed 


HEATING COSTS HIGH ? 
Switch to NEW 
Automatic Personal Care 
with 
FITZGERALD |= 


NOT change your present heating Equipment until 


DO 
you heve-giee us the opportunity to show you how well 


Adjusted ! 


FitzceRALp Fue 


OF WILMINGTON, INC. 
287 Main St., Wilmington 
OLS 3383 BR 2.3221 


| TOWN NOTES 


Happy Firm 


One of the firms in Wilmington 
is in the peculiar position of being 
happy that they did not win a bid 
for a certain job. 

Raffi & Swanson, downon Eames 
Street, bid for preparing the paints 
for the number plates, for the Com- 
monwealth, this year, 

They didn’t get the bid, andevery 
one is aware of what is happening 


j to that paint, 


And is R & Shappy that they lost! 


Sailors 


The tragedy of the USS Thresher 
caused Wilmington people to en- 
quire of the Town Crier as tether 
Wilmington has any men who are 
serving on the atomic type sub- 
marines, 

The Town Crier knows of one on- 
ly, William Britt of 874 Matn St 
a 19 year veteran in the Navy. Brit 
is serving on a sub that is in Euro- 
pean waters, 

But Wilmington had a case, once, 


; that was similar tothat ofthe three 


men who didn’t make the trip, but 
stayed in Portsmouth. 

Wilmington’s case involved the 
old USS Maine, the one that blew up 
(or was blown up) in Havana harbor, 

Claude Thompson, he whoowned 
Thompson’s Grove long before St. 
Dorothy’s church was dreamed of, 
was serving inthe US Marine Corps 
before the Spanish American War, 
and was stationed on board the 
bettleship Maine. 

Claude was left behind, when the 
Maine left Norfolk, In December 
1897, The exploston, which hap- 
pened less than3 months later, was 
right under the compartment in 
which Claude and his fellow Mar- 
ines were quartered, 


No Snow 


So far no one has called us to 
report the first crocus of the 
year, but we suspect it has long 
since (24 hours at least) peeped 
at the sun, 

This April is the first since 
1952 in which there has heen, as 
yet, no Snow, Keep your fingers 
crossed, 

Anyway, the grass is turning 
green, the tulips are beginning 
to emerge from the soil, and 
noisy starlings are arguing in 
the fields. Spring is here, 


is for Interest (s) 


when we speak of in- 
terest at Mechanics Say- 
ings Bank we mean more 
than the top interest 
paid on sevings here. We 
also refer to the excel- 
lent personal interest 
that only a local MUTUAL 
savings bank can provide. 

For savings or home 
financing, consult us 
anytime where we always 
have your interests at 
heart, 
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Wilmington, Mass. 
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men in 


members, will probably be very valuable 
the committee. 

Both men are ruggedly honest, and have qual- 
ities of which anyone can be proud. 

Mr Currier, a former Town Clerk of Wilming- 
ton, and a former State Representative, was in 
the Massachusetts Secretary of State's office 
for many years, where he proved himself inval- 
uable to both Republican and Democratic Secre- 
taries, as aman who knew thoroughly the busi- 
ness end of the office. 

The one thing that worked against Mr Currier 
is his age. The PBC and the Planning Board are 
the two hardest working boards in town, and 
their meetings frequently last until wayafter 
‘midnight. Mr. Currier might not be able to 
last out this kind of meeting. 

Bob Barry, who was born in Wilmington and 
has lived here all his life, is the Vice Pres- 
ident of the Granite State Engineering Co., an 
office which he achieved by hard work and inte- 
grity. He knows too, that serving on such a 
committee means hard work,~and keeping one's 
eyes open for signs of hanky panky on the part 
of contractors or others. 

It is doubtful if two finer men could have 
been chosen, to replace Hanke and Niles. 

Those two men, who were so gracefully given 
the skids, are men who have well and truly 
served their town. Mr. Niles, an expert,on con- 
tract law as it relates to construction, served 
five years, and Hanke, including his service on 
the former Glen Road School Committee, seven. 

It was Hanke who stood up in the Town Meet- 
ing, about six years ago, and manfully defended 
the former Glen Road School Building Committee. 
He won the admiration of everyone who was at 
that meeting for his straightfoward statements, 
and lack of evasiveness, and it was for this 
reason that he was appointed to the new perma~ 
nent Building Committee, from which he has now 
been removed, after five years as chairman. 

Both men. are probably glad to be finished 
with the committee, for it has meant much hard 
work on their part, but both have served the 
town well, and deserved a better fate than that 
which was theirs. 


THERE ARE OTHER USES FOR THE LAND 


A private firm seeks to rezone swamp land in 
North Wilmington in order that it may build an 
industrial, type park. It would be nice to be 
rid of the swamp and its mosquitoes, but of 
course the firm might be thwarted in its plans. 

‘But there 1S another way. Just let somebody 
start a private dump there. It could be done. 

In ten years of land fili operation with old 
tin cans and bottles, and some gravel the swamp 
and mosquitoes would be gone. Nice homes could 
then be built, and there would be another jump 
in taxes - but who worries about that? 

And Wilmington does have a Selectman who may 
be interested - providing of course that every- 
thing was legal and in conformity with the law. 


THE LION'S ROAR 


From your editor's chair there was a new and 
alarming sound, last week, the collective roar 
of assorted Lions. 

Not the kind with four legs and long manes, 
but the members of Wilmington'’s live wire club, 
who felt that there was an affront to them when 
we reported Mr LaRivee and Mr Hanke as being 
fellow Lions. 

The inference was taken that this column had 
meant that LaRivee voted for Hanke because they 
belonged to the same organiz ation. 

The intention was merely to show that the 
men did have a friendly relationship, and by no 
chance that Mr LaRivee had his vote influenced 
thereby, and for those who so read the item, 
apologies ‘are offered. 

Mr. LaRivee, incidently, according to obser- 
vors who know him. had a good reason for not 
voting, that Monday night, for the various tow 
officials, and that reason was that it was not 
stated on the Agende of the Meeting that there 
was to be a vote. He didn't say so, bit this 
may have been the reason for his attitude. 


© 


A NEW ROAD OPENED UP SEVERAL HUNDRED ACRES; Samuel 
P Snow, Professional Planner for the Town of Lexington, «last week 
told the Planning Board members of Region 5A how a few road opened 
up several hundred acres for industrial expansion, in the Town of 
Lexington, and made many small industrial lots available, 

‘Avco’s Bob McLeod (where the meeting was held) is shown greet- 
ing the guests. Snow is far left, next is Director Herb Nickerson, a 
member of the Wilmington Planning Board, then Berton C Parker, 
President of the Massachusetts Federation of Planning Boards. 

- At the near end of the table, back to the camera, is Wilmington’s Boo 

Evans, former Chairman of the Wilmington Planning Board. 
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CARTER LECTURER 
TESTIFIED IN THRESHER 
HEARINGS 
Dimirti Rebikoff, noted Euro- 

pean Under Water expert, who is to 

lecture for the Sarah D J Carter 


GREAT REDUCTIONS 


MEN’S WOMEN’S AND CHILDREN’S 


LOW,LOW 
PRICES! 


EXPERT SHOE 
FITTING 


OF WILMINGTON 


UCcCI’S 
PER MARKET 


LOWELL and WOBURN Sts 


U.S. CHOICE HEAVY STEER 


Lecture Fund, in Wilmington High 
School, on April 27th., was one 
of the experts called on by the US 
Navy, to testify concerning the 
loss ofthe US Submarine Thresher, 
last Thursday, 

Mr, Rebikoff, who is touring the 


United States at this time with his 
film-‘Exploring Secrets of the Un- 
der Water World’ was called on to 
testify concerning aspects of the 


last few. moments of the ill fated 


submarine, 


SCHOOL CAFETERIA MENUS 
Week of April 18th 


High School 
MONDAY Orange Juice, Grilled 
Frankfurter on roll, Potato Chips, 
Buttered Beets, Apple Crisp, Milk, 
TUESDAY Baked Sausage with 
Applesauce, Mashed Potatoes, But 
tered Peas, Cornbread & Butter, 
Butterscotch Puccing, Milk. 
WEDNESDAY Meat Loat with 
Creole Sauce, Parslied Potatoes, 
Buttered Green Beans, Bread & 


CLOTHING AND SHOES 


Butter, Applesauce Cake with Top- 
ping, Milk. 

THURSDAY Italian Sphaghetti 
with Meat Sauce, Tossed Salad, 
Peanut Butter & Jelly Sandwich, 
Ice Cream, Milk. 

FRIDAY Tomato Juice, Tuna 
Salad Roll, Buttered Noodles, 


Whole Kernel Corn, Midnight Cho- 
| colate Cake, Milk, 
| 


Wildwood, Glen Road, Boutwell 

& North Schools. 

MONDAY Orange Juice, Cheese 
burger on Roll, Buttered Rice, 
‘Green Beans,Scooter Pie, Milk 

TUESDAY Macaroni Shells with 
Meat Sauce, Tossed Salad, Peanut 
Butter & Jelly Sandwich, Ice Cream 

' Milk. 

WEDNESDAY: Dagwood Junior, 
! Potato Chips, Buttered Carrots, 
| Fresh Pear, Milk. 

THURSDAY Hamburger & Gravy 
Mashed Potatoes, Buttered Peas, 
Corn Bread & Butter, Chocolate 
Pudding, Milk. 

FRIDAY Tomato Juice, Tuna 
Salad Roll, Potato Salad, Buttered 
Whole Kernel Corn, Fruit Jello, 
Milk, 


ia 


Accounts 


THE FRIENDLY STORE 
SPECIALS April 18.19.20 


THAT SAVES YOU MORE 


FACE RUMP 89¢ Ib 


OVEN ROASTS 


U CHOICE HEAVY STEER 


TOP ROUND 


STEAK 


CHOICE 


98° 


TOP 
or 
BOTTOM 


HEAVY STEER 


79: 
79: ts 


u 
N.Y. -SIRLOIN 


STEAK 


CENTER-CUTS 89¢ 


CHICKEN 


LIVERS 


ITALIAN 


49 


or AMERICAN 


SAUSAGES 69% 


FRESH SLICED: 


BOILED HAM98°~ 


WHOLE 


[BANANAS { |’ 


SMOKED 


FOWL 


FRESH SHOULDERS 39° * 


29 i 


SHOULDERS 39¢ 


We and your doctor ae partners in 

restoring and maintaining your good 

health. Rely on him for his skill and 
medical knowl- 
edge; on us for 
accuracy and de- 
pendability in 
compounding the 
prescription he 
gives you. 


SILVER LAKE PHARMACY 


Tools Holleon, Reg. Pharm. 
98 MAIN STREET 
Tel. Oliver 8-4617 Wiknington, Mass. 


This is the time of the year when fi- 
mancially responsible people take stock of 
their financial progress over the past year 


and look over their ‘ready cash’ standing 
now. Are YOU satisfied? e 
If not, why not investigate the Co- 


operative Bank’s Serial Share Plan or so 


called Systematic Monthly Savings? With 
th type of bank account you can plan 
what cash you will have from time to time 


in the future. Your 
lated from your monthly earnings and not 
built up from what left 
over budget after paying bills. 


savings are accumu- 


you might have 


in your 


Remember --- 
1. You may bank from $1 to $100 in 
a joint account each sonth. 


2. Dividends (latest rate of 4%) are 
added every six months 


3. You may withdraw of ‘ h in’ 
account normally ina few min- 

You receive at you have de- 
ited plus the dividends we have 


4. ALL accounts insured IN FULL un- 
r mas Law. (No eh lost a 
penny in a Co-Operative Bank since 
their founding in 1877). 


5. You may borrow against your pass- 
book up to 95% of value. 


G. We pay postage both 
more convenient for you to bank 
mail. 


WE INVITE YOU TO OPEN OR TO 
TO. YOUR ACCOUNT THIS MONTH. 
NOT CALL, VISIT OR WRITE US 
NO OBLIGATION, OF COURSE. 


READING 
CO-OPERATIVE BANK 


es - 180 Haven St. Reading Mass. 


ays if it is 
by 


ADD 
WHY 


= 944 0194 


in St. Wilmington 
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School. 


Some Wilmington boy, between 
the ages of 11 and 15, is going to 
be - SponSored-by the Wilmington 
Junior Chamber of Commerce, in 
the annual Soap Box Derby, which 
leads to a possible four year col- 
lege scholarship or other prizes, 
in the National Soap Box Derby in 
Akron, Ohio. 

The JayCees are scheduled to 
show a film, in Intermediate and 
the High Schools of Wilmington, 
during the next week, which ex- 
plains the processes through which 
a would-be contestant must go, in 
order to be eligible. 

Regional Tryouts are to occur 
in Peabody, sponsored by the Pea~ 
body Chapter of the Junior Cham- 
ber of Commerce, the North Shore 
Shopping Center and 29 Chevrolet 
Agencies, including the Gildart 
Chevrolet Company of Wilmington, 

The Peabody Tryouts are to be 
on June 16th, and there is to be a 
fine prize for the winner of those 
tryouts, 

The winner will goto Akron Ohio 
for the August 3rd Championships, 
for which a total of $30,000 in 
awards and prizes are to be given. 


plus special awards for the Best 


There will be college scholarships, 


Brakes, the Best Constructed Ra- 
cer, the Fastest Heat, the Best 
Designed Car, and the Best Uphol- 
stered Racer, 

Final details of the local Junior 
Chamber of Commerce plans have 
not been announced yet, but there 
will be a Wilmington contest, and 
the winner of the contest will be 
sponsored by the JayCees, with 
advice, counsel, transportation and 
the cost of his racer, for the Pea- 
body Tryouts. 

Should a Wilmington boy win at 
Peabody, the Gildart Chevrolet 
Company will sponsor him for his 
trip to Akron, Ohio, 


PONY LEAGUE PRACTICE 


Wilmington’s two Pony League 
teams are scheduled for further 
tryouts this weekend, in which the 
final team members are to be 
chosen, 

19 players are scheduled to show 
up at 10 am Friday, on the High 
School field, for tryouts for the 
Mavericks, Of the 19, 8 will ulti- 
mately be named to the team. 

Players who are to show up for 
the Friday a.m. sessions are: 


SOAP BOX DERBY ENTRANTS! 


Wheels & Axles are available at 


GILDART CHEVROLET CO. 


See Bernie Wagstaff, 


TRYOUTS NORTH SHORE SHOPPING CENTER, PEABODY, JUNE 16TH 


in the office 


ADVANCED MATHEMATICS STUDY GROUP: Wilmington High 
School students who can qualify are being advanced in their studies 
under an ‘accelerated’ program, which takes certain students and 
lets them progress as fast as they are able to. 

One of these classes is agroupof Freshmen who are now studying 
Sophomore mathematics. Miss Maureen Halpin, the teacher, has this 
group of 19 girls and 9 boys, in a class in Geometry, and if they 
continue at their present rate of studies they will have completed 
their first year of college math by the time they graduate from High 
The advanced math program is under the general direction =" 
of teacher Francis Kelley, 

The four girls in the front row are Marion Ridley, Nancy Farrell, 
Judy Gardner and Linda Jacobsen, and the young man who has his 
hand raised is Peter Malatesta, 


SEEK LOCAL BOYS FOR 
SOAP BOX DERBY 


Barry, Blanco, Duggan, P Farrell, 
Fogg, Gallagher, Gillette, Kenne- 
dy, Norton, O'Reilly, Patterson, 
Peters, Phillips, Scheerin, J, Sul- 
lvan, R, Wood, Atkins, De Rose 
and Pratt, 

Saturday at 10 am at the same 
place the Wildcats will have their 
last tryouts, with 6 or 7 playersto 
be named out of 15. 

Players scheduled to tryout are: 
Carie, Coolidge, Currier, Durost, 
Finney, Gibbons, Gustus, Hanson, 
Lacey, Masse, Mutchler, Sampson, 
Sheehan, K, ‘Sullivan and Theriault. 


WILMINGTON METHODIST 
CHURCH INVITES YOU 


Sunday Morning Worship, 9:15 
and 10:45 am, Church School, 9:15 
and 10:45, (Nursery open at all 
services) 

Sunday Evenings for Youth; Jun- 
for High Fellowship (Gr. 7 & 8), 
5:30; Mid-High Fellowship, (Gr 9& 
1) 7:00; Senior High Fellowship 
(Gr. 11 & 12) 7:00. Older Youth 
Fellowship, 2nd & 4th Sunday even- 
ings, 7:30. 

Ministers: Rev. Terry Clay Tho- 
mason, 658-4519; Rev. G Alfred 
Hess Jr. 657-7155. 


TWOHIGS IN FLORIDA 


Mr and Mrs George Twohig of 
Boutwell St have returned home 
after a recent visit to the West 
Coast of Florida during which they 
visited the Jungle Gardens in Sa- 
rasota, 
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SAND & GRAVEL 


FILL 
Front End Loader 
L.J. PENNY 


LOAM 


FIRST GRADE 
DELIVERED 


OL 8 9141 


PAINTING 
JOE DE MAGGIO 


OL 8 3690 
—— 


ALTY 


204 SHAWSHEEN AVE. 


[Custom 
_UPHOLSTERING 


eran 
|*ouae1bs0 
Refs ~ 
GENERAL REALTY 
REAL ESTATE 

40 LOWELL sr. OL 8-3031 


(Mext to Sannyhar 
Planty of Porking. 


CARPENTRY 


KITCHEN & BATHROON 
REBODEL ING 


Res: E.R. 


CERMIEC TILING 
J+ Louis Theriault 


OL8-3598 
John F. Gleason 


INSURANCE AGENCY- 
Complete Insurance Service 
Fire - Life - Casualty - Surety 
UL 12241 
+ WTA Maia Stoo. T 


RALPH’S 


BARBER SHOP 


bo. WILMINGTON 
Won. — SAT. 8:30 to 6:30 
SHOP 
RALEIGH 
ROSS 
FIX-IT and WELDING 
Repsire & Parts - All Makes 
a KEYS MADE 


Weekdays 9 to 9, Sat 9 to 6 
1G Washington St., Reading 


Watch Repair 
BOUVIER 


354 MIDDLESEX Al 
NO. WILMINGTON OL 8-3459 
KNOLLWOOD 
FARM DAIRY 
WILMINGTON 
mu. C. Eaton 


QUALITY DAIRY PRODUCTS 
OLiver 8-2546 
McDevin Nursing Home 
Mrs. Louise Wallent, B.¥. 


14 Chestnut St. 
OLi 


JOE'S 
WILMINGTON CENTER 
BARBER SHOP 
Open Daily 
8 A.M. to 5:30 P.M. 
1 Closed Wednesday 


IF YOU DRINK WHEN 
You DON’T WANT TO 


THAT’ S OUR BUSINESS 
CS AN 


all OL 8-3593 Evenings 


wuoeT 
OLSTERY Shur 
ALLEN 


"INTERIOR & EXTERIOR : 


Witt WILMINGTON ROTARY 


WIN THE BLUE R 


~F WILKS? STON 


LITTLE BIG SHOT, AND TWO BIGGER ONES: Ralph Allen (center) 
Club Co-Ordinator for the Swampscott Conference, with Rotary Presi- 
dent Harold Foley (left) and-Rotary Governor Bill Stevens, 


Next Wednesday, in Swampscott, 
the Rotary Clubs of District 793 
meet in Swampscott for their an- 
nual Conference, and Wilmington 
Rotary is out towinthe Blue Ribbon 
for Attendance. 

Attendance is a big thing in Ro- 
tary Clubs, so much so that some 
clergymen are suspected of study- 
ing the Rotary methods, just to be 
able to get more people in‘church, 
and Wilmington’s Rotary Club, over 
the years, has always been near the 
top of the list in the District, 

This will be Wilmington’s big- 
gest year at the Conference, for 
Wilmington is the Host club, and 
a Wilmington man, Bill Stevens of 
Coombs Furniture, is Governor of 
the District and will preside. Over 
2700 Rotariaps are expecte to be 
present. 

Wilmington’s 62 Rotarians have 
been working on details of the con- 
ference for the past month, tomake 
it best in Distric History. 

President Harold Foley appoint- 
ed Ral;h Allen of Ralph’s Barber 
Shop to be the Conference Co-Ordi- 
nator, and Ralph has armsful of 
materials ready, and in addition 
is charged with the duty of seeing 
that all of Wilmington’s Rotarians 
will be present. 

Not only does Ralph have to chase 


down his fellow Rotarians, but he | 


has to convince each Rotarian that 
the ladies should make up a 100% 
appearance, The ladies, in Rotary 
circles, are knownas Rotary-Anns 
and special inducements are being 
offered to insure their presence. 

The princigal speaker at the 
Conference is to be Second Vice 
President Harry Thompson, of Ro- 
tary International, Mr. Thompson 
is from Sunbury-on-Thames, in 
England, More of local interest is 
the panel on Management and La- 
bor, of which Wilmington’s John 
Brooks, City Editor of the Boston 
American, is to serve as Modera- 
tor. 


Se 
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rox INSURANCE == 
Prentiss & Parker, Inc. 


200 HAVEN STREET READING, MASS. 
Room 3 Masonic Block 944-4400 
OVER ONE HALF CENTURY OF SERVICE 
CONTINUING THE BUSINESS 
OF THE LATE GOULD BUCKLE 


IBBON? 


a 


OFrices aT 
99 CHurcH Streer 
329 Lowett Sreeer 


Oliver 


Roser B. CLrarx e-2670 


FREE ESTIMATES — NO OBLIGATION 


MARION T MURPHY 
$43 Main Street 


REAL ESTATE 
RESIDENTIAL-COMMERCIAL-INDUSTRIAL 


ing sessions, but there will be some 
programs for both the ladies and 
their husbands, including 44 young- 
sters from Westmount Quebec who 


of Westbrook, the youngsters are 
Serving Wilmington over 30 Yrs 


COOMBS FURNITURE 
QUALITY & ECONOMY 


464 BIDDLESEX AVENUE 
North Wilmington 


S83 
ze 

F 

i 
as 
if 


| 


i 


I 
‘GRad 


FIRST... 
for fencing 


We'll give you Free expert advice and 
estimates on the cedar fence that’s just 
right for you. Walpole Cedar Fences are 


Fencing’s First Family 


WALPOLE 


Ceder Fences — Smail Buildings — Rustic Furniture 


204 Lowell St. (Rte. 129) WILMINGTON, HASS. Tel. 658-3373 
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fe 
FOR RENT 
CEMENT MIXER 
WALLPAPER STEAMER 
FLOOR -POLISHER 
FLOOR SANDER 
wil ton Hawe 
658 9842 


‘CONVALESCENCE |S FUN 
WITH: THIS’ WHEEL 
CHAIR FROM 


NORTH 
WILMINGTON 
PHARMACY 


ITS SO EASY To 


ALL ON 


SEWERAGE PUMPING 
BULLDOZING 
EXCAVATING 

HOT-TOP SURFACING 

TRENCH DIGGING 
INSTALLING SEPTIC 

TANKS & CESSPOOLS 

JOSEPH HL APP 
OL 8-2223 
_WE_3-1077 


BULLDOZING SHOVELDOZING 
Loam - Excavating 


Exclusive Agents 
Russell Stover Candy 


Sand 
DELOURY 


CONSTRUCTION 


10 CAROLYN ROAD 
WILMINGTON, MASS.| 


ROCKPORT FISH MARKET 
169 HAVEN STREET READING | 
FISH AND CHIPS To GO} 
_Dial_944-0076 


“Order Your FLOWERS Where FLOWERS Are Grown” 


ERIC’'S GREENHOUSES 


(Eric Svenson, Prop:h 
Graduate of Floral Designing School 


READING 
1090 No. Main St. 944-0547 


WILMINGTON BUILDERS, 


SUPPLY CO. 
Mason's Materials Lamber Builders Hardwarg, 
OL-8-4621 


Doors, Windows Palas. 
334 MAIN STREET, WILMINGTON 


and Finish Wallboard 
EVERYTHING FOR THE HOME 


Gravel 


PHARMACY i> 
OL8-95Il YF 


how 


EDDIE DELOURY 
OL 86-4233 


WILMINGTON CONSTRUCTION, INC. 


Poured Concrete Foundations 


363 Middlesex Ave. 
No. Wilmington 


|Office 658-9120 Home 657-7079 


Dependable Skill 


The skilled hands of a registered phar- 


WILMINGTON 


LIBRARY WEE 


National Library Week, April 
21 to 27, is to be observed at 
the Wilmington Public Library. 

There is to be an Open House 
at the Library Sunday, April 2ist 
from 3 to 5 pm under the aus- 
pices of the Literature Committee 
of the Wilmington Women’s Club, 
at which refreshments are to be 
served, 

Two events are planned by the 
Board of Trustees, 


18, 1963 


LIBRARY TO 


OBSERVE NATIONAL 


kK - 


Members of the Library Board, 
who will attend the luncheon, and 
others are invited to participate 
in the discussion, 

Members of the Board of Li- 
brary Trustees are to take part 
in the Second Governor’s Confer- 
ence on Libraries, at the Univer- 
sity of Massachusetts on April, 
25th, at 12 noon, His Excellency 
Governor Endicott Peabody will 
make the Welcoming Address, and 


Monday, at 9 pm there is tobe the principal speakef 1s to be 
a pein AB of ne Book and Au- J@mes MacGregor Burns, Chair- 
thor luncheon held the same day, ™@" of the Department of Politi- 
in the Statler Hilton, in Boston, ©@! Science at Williams College. 

PAUL ECASE NEW PRESIDENT 

OF THE READING 

CO-OPERATIVE BANK 

At a recent meeting ofthe Board 
of Directors of the Reading Co-op- 
erative Bank Paul E Case was 
elected to the position of President 
His election followed the resigna- 
tion of Earle H Chapin, who had 
served as President since 1951 


WILMINGTON METHODIST 
CHURCH INVITES YOU 


Morning Worship, 9:15 and 10:45 
Church School, 9:15 and 10:45, 
(Nursery open at all services). 

Sunday Evenings for Youth 

Junior High Fellowship (Grades 
7 & 8) 5:30. Mid High Fellowship 
Mr Case was elected a Director (Grades 9 & 10) 7:00. Senior High 


lon Oct 8 1957 and has served on Fellowship (Grades 11 & 1 ) 7:00, 


various committees in the Bank and Older Youth Fellowship, Second 
is currently serving as Chairman © Fourth Sunday evenings, 7:30, 


lof the Security Committee, Ministers: Rev. Terry Clay Tho- 


He was born in Woburn, attended ™ason, 8-4519, Rev. G Alfred Hess 
the Woburn Public Schools andisa J¥-, 7-7155. 
graduate’ bf the Massachusetts Col- 
lege of Pharmacy, He served inthe 
‘79th: Infantry Division in World War 
2 en is a member of the Good 
maraitan of Reading and 
a past essay pry Sas Wilmington’s Ladder Truck was 
Valley Shrine Club, he has owned Called to Cambridge Sunday -eve- 
and operated his own business in "ing, to ‘fill-in’ because of the 
Reading for the past 11 years, General Alarm fire at the old 
He lives with his wife Shirley Squires meat plant near Lechmere 


and five children at 885 Main St in Sduare. 


LADDER TRUCK ‘FILLED-IN’ 
AT CAMBRIDGE FIRE 


CARD OF THANKS 


The family of the late 
Mrs Blanche Livesey express 
their kindest thanks to the 
Wilmington Fire Department, 
for their assistance at the 
time of the passing of our 
loved one. 

The Livesey Family 


FOR SALE: 4 lots of land, Sil- 
ver Lake district. Call OL 8- 
4354, . 


FURNITURE For sale: 3 pe mo- 
hogany bedroom set, box spring & 
mattress, lge clear glass mirror, 
3 pe living rm, set, all in good con- 
dition, Best offer. OL 8 8850 A19 


For Rent: 2 Year Lease, 6room 
Cape, closed in porch, garage, cab- 
inet kitchen, ef] heat. $150 month, 


Available June 1, near North In- 
termediate School, Call OL 8 8040 


A BAKER’S 
, DOZEN 

is still 65¢ 
“at JEFF’S 
DONUT SHOP 
1 Grove Ave. 


Special Urders Made up for 
Parties, Banquets, 
Caterers, etc. 


Reading. The truck, under the commandot 


Mr Chapin, the retiring Presi- Lt Cail of the Fire Department 


dent, was for many years in the ‘flled-in’ at a fire station for about 


} automotive business and was the ‘WO hours. Lowell sent a ladder | 


founder and owner of a well known. (Tuck to Wilmington to fill-in while 
fuel and heating business, He was t€ Wilmington ladder truck was 


, its work, Anyone who wishes to 


!| Burlington, at the Wildwood School 
‘| on Francis Wyman Road, Rte 62. 


macist carefully compound all pre- 
scriptions brought here. 


RI1STAL > 
APHARMACTCY 


1 MAIN ST, WILMINGTON - OPPOSITE PLAZA 
-2826 Wight Emergency OL 8-9793 


- 


elected a Director Dec 6 1938, and 


§ Succeeded the late Caleb W Har-/ 


riman of Wilmington as President. 
Mr Chapin will continue a& a Dir- 
ector. 

LWV FINANCE DRIVE 

The Wilmington League of Wo- 
men Voters wil conduct its annual 
finance drive from April 22 to April 
27. This is the period when the 
League members contact civic 
minded citizens and businesses 
for the purpose of informng the 
public of the League’s activities, 
hoping to gain financial support for 


aid the finance drive may call 
Mrs Richard McDermott, Finance 
Chairman at OL 8 4395, 
UNITED PRESBYTERIAN 
CHURCH OF BURLINGTON 
Rev Richard G Douse BR 2 9383 


‘Dealing with Doubts’ isthe ser- 
mon theme for Sunday April 21 at 
the United Presbyterian Church of 


Sunday School classes for each 
department level, including an A- 
dult Bible Class, begin at 9:15am. 
A supervised nursery ts mainted 
for infants and young children, 


COURTNEY 
(From Front Page) 


While Carl Gubellini of Salem 
Street, Chairman of the Finance 
Committee, is the person whc 
signed the open letter for that 
committee, it has the support of 
other members. Richard Barry, 
of Longview Road, the newest 
member of the committee, is the 
author of large parts of the letter. 

Mr. Barry and Erwin Hanke, 
former Chairman ofthe PBC drove 
to Littleton last weekend to in- 
spect a School built there in 1959, 
from which they both believe the 
plans of the proposed Woburn St. 
school were derived, 

The letter from the former PBC 
members is somewhat noteworthy 
in that it is not signed by one mem- 
ber of the original Permanent 
Building Committee, Raymond Mc 
Clure of Chestnut Street. It is not 
known to this paper whether or not 
he was asked to sign in, 

Mr McClure, who is stil] amem- 
ber of the PBC waselected the new 
“Secretary last Thursday. 

‘The letter seems to be, at least 
in part, the work of former Town 
Manager Joseph F Courtney, 


out of town, 


WILL ASK FOR PUMPING 
STATION 


(Cont. fr. Fr. Pg.) 


necting the other end of the Eames 
Street main (i.e. on Main Street) 
to the water system, and thushav- 
ing a full circulation of water on 
Eames Street. 


7% Increase in Year 


There has been a 7% increase in 
water consumption, in plants loca- 
ted in Wilmington, in this area, in 
one year, not including the J W 
Greer Company. 

50,281,330 gallons of water were 
consumed in 1962 by five plants, 
Avco, Terrell Corp, Ritter Truck- 
ing, National Polychemicals and 
Surface Coatings. 


AVON 
COSMETICS 


Have you been using Avon 
Cosmetics and Toiletries? 
Then you know how wonderful 
they are, .It’.s so. easy to 
talk about something you 
like, Customers are onxious, 
to have the Avon lady call 
in your neighborhoods In- 
quire today. 
AVON DISTRICT BANAGER 

: 245-2296 


E& G . 
REMODELING 


COMPLETE PLAYROOMS, KITCHEN 
REMODELING, CABINETS MADE TO 
ORDER, FORMICA COUNTERTOPS, 
CERAMIC TILE, BUILT IN VANI- 
TIES, TUB ENCLOSURES, RUBBER 
& VINYL FLOORS. 

INTERIOR & EXTERIOR 


PAINTING & PAPER HANGING 


Avco was the big user with 36.9 
million gallons, with the National 
Polychemicals firm coming in se- 
cond, with 19.5 millions, Ritter, 
which was not in business in 1961, 
consumed 326,000 gallons in 1962, 


Statement Of The 
Finance Committee 


“It has become evident during 
the past few mouths, thatadivision 
of opinion exists as to the best 
course of action for the Town of 
Wilmington concerning the con- 
struction of the proposed new 
Woburn St. Elementary School, It 
is the purpose of this letter to 
make a clear statement as to the 
position of the Finance Committee 
on this matter and to set forth 
some of the reasons for this stand, 

Opinion is divided as follows: 

a) Should the Town take advan- 
tage of a savings in architectural 
fees by using the present round 
school plans, which have been 
expanded by the Town of Saugus 
to include fourteen classrooms? 


b) Should the Town construct 
a conventional fourteen room 
school using new plans? 

On the surface, it would appear 
that it would unquestionably be to 
the advantage of the Town to coa- 
Struct another round school and 
take advantage of a saving of 

(Next Page) 


OL 8-8118 OL 7-720 


WELCOME WAGON 


HOSTESS 
Brings you Gifts and Greet- 
ings from Friendly Gusi 
Neighbors and 
Service’ Organizetions. 


If you 
or otherwise ii 
in the Wel 
~ Wilei 


Call Your Welcome Wagon 
Hostess 


S ELEANOR CLEARY 
OL 8-8752 


ALYCE'S 
BEAUTY 
NOOK 


inches of Beauty Culture 
418 MAIN STREET 


OPPOSITE DEPOT 
Open Every Day Except Wed. 
9 am - 6 p.m, 
Thursdays and Fridays 
Open till 10 p.m. 


658-3051 
Wilmington 


Radio & TV 
OL. 8-4922 


FACTORY AUTHORIZED 
SALES - SERVICE 
Member Camber of Commerce 


Zedio Dispatcdied 
84 Main ST. 
WILMINGTON, MASS 


ABBOTT HOME 
IMPROVEMENT CO. 


(ALUMINUM DOORS & WINDOWS 
JALOUSIE PORCH ENCLOSURES 
ALUMINUM SIDING & GUTTERS 
PAINTING & REMODELING 
if it is Made for the Home 
q We Have it 
POR FREE HOME DEMONSTRATION 


Call 658-3619 


Carpentry « Mason Work Also 


WILMINGTON 
PLUMBING 


& HEATING CO. 
417 Main Street 


PLUMBING & HEATING 
New ifones 
and Reyairs 
2-Way Radio 


PHONE US YOUR LiSTines 
CASH BUYERS ARE WAITING 


REGISTRY REALTY 
EXCHANGE COMPANY 
REALTORS 


110 MAIN ST. WILMINGTON 
OLiver 8 8502 


ont hit your thumb with a hammer. 
© 


wnae ds 


it for you. 


ACKSON BROS. INC. 
BUILDERS & CONTRACTORS 
6 Carolyn Rd No Wilminglon 


OL 8 8760 
Wew Homes & Additions. 


Garages, Breezeways, Ec. 


RNIYUST— 
OL 8 4648 


FFATURING: 

FSKA HIDNFK SUPPORT 
(CLOSFN MONDAY) 
Gardner Professional ‘Building 
281 MAIN ST., WILMINGTON 


EXPERT CLEANING 
& 


ALTERATIONS 
| Hr Cleaning Service 


PINERIDGE 
“The Finest m Quality Cleanmg” 
North Wilmington Center 


OL 8-4688 


TOWN CRIER 


- WILMINGTON, MASS. 


; already 


somewhere in the vicinity ot 
$20,000 in reduced architectural 
see, But decisions based on only 
Part of the facts, result as a 
general rule, in poor long range 
Planning and eventual increased 
costs to the Town, 

Let us assume for the moment, 
that the Town were to vote an 
appropriation for the construction 
of a fourteen room, round school 
at the next Special Town Meeting. 
Following that meetirfg, the Per- 
manent Building Committee would 
have the task of gaining approval 
by the School Building Assistance 
Commission, (SBAC is the State 
Agency which must approve of the 
Plans if the fifty percent reim- 
bursement of construction costs is 
to be made to the Town) It is 
worthy of note that SBAC has 
already acted upon these very plans 
when they were presented by the 
Town of Saugus. These plans were 
DISAPPROVED, Saugus did NOT 
build the school, 

It might be argued that the 
situation is different here in Wil- 
mington, and that these plans might 
be approved if they were to be 
submitted now. But is it wise for 
any town to intentionally place 
itself in a position of ASKING a 
State Agency to reverse adecision 
which it has publicly made in the 
recent past? If SBAC refused to 
reverse this decision, the Town of 
Wilmington would have to pay the 
total construction cost of the 
school, without benefit of the fifty 
percent reimbursement, 

To look at another aspect of the 
same problem; the School Depart- 
ment has éstablished the need of 
fourteen additional classrooms in 
the North Wilmington area for 
elementary level children, This 
need is based on the population 
which exists in the area TODAY, 
Should the Town, knowing these 
facts, construct a schoo) in this 
area which by its very nature is 
extremely difficult and costly to 
expand? It has been pointed out by 
the School Department that there 
is no indication that these fourteen 
rooms will be sufficient five years 


, from now, or even three years 


from now. In addition, the Planning 
Board has indicated that it has 
received preliminary 
plans for approval from a Tewks- 


} bury contractor for the construc- 


tion of twenty six new homes 
directly to the rear of the proposed 
new school, 

As a third factor which must be 
considered regarding the construc- 
tion of another round school; we 
would like to make the following 
observation: original thinking; the 
daring to be different; leadership 
in new ideas; progressive action 
and the courage of our convictions 
are all qualities which we heartily 
admire and sincerely hope will 
make the Town of Wilmington into 
a leading community in the years 
to come, But we sincerely hope 


f| that the ability to admit a mistake 


is also present, We grant that, if 
a third round school were to be 
built, many of the errors in the 
first two would be corrected; but 
we feel that the time for experi- 
mentation in this particular area 
should be deferred to a time when 
the Town can better afford it. We 
feel that when the proposed 
$400,000 twelve room round 
schools have cost closer to 
$500,000 each, and when main- 
tenance and operational costs have 
risen out of proportion, it fs time 
to admit the mistake, not per- 
petuate it. 

During the past few weeks, the 
Permanent Building Committee has 
worked diligently on the develop- 


| ment of a more conventional setof 


plans for an Elementary School, 


| Through these efforts, a plan has 


evolved which has met the Educa- 


tional Requirements of the School 
Department not only for the present 
needs, but which is readily 
adaptable to future expansion as 
the needs of the area demand. 
Throughout the evolution of these 
plans, cost of construction, ease 
of maintenance, economy of opera~ 
tion and general overall appearance 
have been carefully blended into a 
structure which will, when it is 
completed, be a credit tothe Town 


of Wilmington and at the same time 
will provide educational facilities 
at a lower cost than any school 
building which has been constructed 
in recent years, 

Within a matter of a few weeks, 
Preliminary plans for this new 
school will be completed and all 
cost estimates will have beencom- 
puted with the exception of the 
pedway area to the rear of the 
school, This pedway is an impor - 
tant part of the land development 
of this school as well as an im- 
portant factor of the cost of bussing 
students when the school is com- 
pleted, It is, therefore, vital that 
action concerning the preliminary 
Plans submitted by Mr. DeCarolis 
for the construction of new homes 
behind the school be completed 


as soon as possible. 

We suggest, even recommend 
very strongly, that the Planning 
Board leave no stone untured to 
find a speedy solution to elther the 
acceptance or the rejection of Mr. 
DeCarolis’ proposal. We realize 
fully, that the Planning Board has 
a heavy workload, and that they are 
not required to act until sixty days 
after definitive plans have been 
submitted to them, but we feel that 
action on this proposal, in a most 
speedy manner, would be of sub- 
stantial benefit to the town, 

In Summation, it is the opinion 
of the Finance Committee that the 
following approach to this problem 
should be taken by the Town: 

1, That any action proposed for 
the construction of the Woburn St, 
Elementary School, which is round 
in configuration, should NOT be 
entertained because: 

a) Since SBAC has already 
refused to accept the round school 
plan of fourteen rooms, it would 
seem inadviseable for the Town of 
Wilmington to procede on this 
course, 

b) There exists, in this area 
of North Wilmington, a primeneed 
for provisions for future expansion 
of this school which could not 
easily or economically be accom- 
plished in a rouad school, 

c) Past experience with the two 
round schools in Wilmington leads 
us to believe that costs of main- 
tenance and operation of this type 
of structure are higher than should 
be tolerated. 

2. That the proposal of the Per- 
manent Building Committee for the 
construction of a two-story, con- 
ventional design Elementary School 
for the Woburn St. area should be 
seriously considered because: 

a) Future need for expansion 
of this facility has been adequately 
provided for within the basic con- 
cept of this design. 

b) Simplicity of construction 
and the inherent cost savings of 
multi-story building have been in- 
corporated into this design, 

c) Both the School Committee 
and the School Department have 
indicated that this planis inaccor- 
dance with the Educational Re- 
quirements of the Town, 

Carlo E Gubellini 

Chairman, Finance Committee 


Statement Of The 
Former PBC Members 


April 17, 1963 
To The Editor: 

In spite of our vigorous disa- 
greement with its substance, we 
compliment the Finance Commit- 
tee for issuing a report which 
States their position on the pro- 
posed elementary school on Wo- 
burn Street. Such a report sets the 
stage for a reasonable discussion 
of the issues at the Special Town 
Meeting. 

We do feel that a Finance Com- 
mittee report should be factually 
accurate, 

Unfortunately, this first report 
of the Finance Committee falls 
short of this standard, The report 
contains only fwo ‘facutal’ stat- 
ments, and both are grossly in 
error. 

The first error -- and the most 
surprising, is their reference to 
the cost of the Glen Road and Bout- 
well Street schools. The records 
of the Town Accountant and the 
Permanent Building Committee 
show the total amount authorized 
for construction at Glen Road at 
$450,000. Of that amount approxi- 
mately $413,000 was spent to de- 
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sign, build and equip the school. 
The remainder was paid in settle- 
ment of a claim against the Town 
by the architect who had designed 
an earlier version rejected by the 
Town Meeting. The cost of the 
Boutwell Street Schoo! has not ex- 
ceeded the approximately $425,000 
authorized by the Town Meeting. 

These figures contrast strangely 
with the bald assertion of the Fi- 
nance Committee that these 
schools cost ‘closer to $500,000 
each’ than to $400,000, 

The second error lies in the 
unique version of the school con- 
struction porblems of the Town of 
Saugus offered by the Finance: 
Committee, The Saugus situation 
is hardly relevant to our situation ; 
in Wilmington, but, uncorrected, 
the Finance Committee statement’ 
is misleading. 

There are two real facts about 
the Saugus fiasco which should be 
clearly understood, First, the 
*State School Building Assistance 
Commission (SBAC) has twice ap- 
proved the round school design 
for Wilmington, Second, the spe- 
cial circumstances which promp- 
ted the AC’ to withhold certifi- 
cation for similar schools in Sau- 
gus in no way threatens future 
certification of such schools in 
Wilmington. 

What really happened in Saugus 
is an interesting tale, 

The Saugus School Department 
approved the round school design 
as conforming to its educational 
Specifications in a letter to the 
SBAC in January of 1962. 

Saugus then called for bids on 
both the two round schools andtwo 
‘conventional’ schools. When bids 
were opened on June 28, 1962 the 
two twelve room round schools 
were bid in at a total of $798,096, 
The two conventional schools - one 
of twelve rooms and the other of 
ten rooms - were bidat a combined 
price that exceeded the round! 
schools by approximately $140,000 
It should be noted that the round 
school offered superior quality in 
materials which would reduce main 
tenance costs. 

Considering interest costs and 
the two additional rooms, the price 
differential in favor of the round 
schools approached $300,000, 

The Saugus School Department 
then reversed its postion and with- 
drew its prior approval of the 
round school design, Because of 
this action, the SBAC withheld its 
certification on the grounds that it 
normally relies on the approval of 
the local School Department, 

We hardly expect the Wilmington 
School Department to repeat the 
irresponsible performance of its 
Saugus conuterpart. 

We also question the unsopported 
judgement of the Finance Com- 


mittee that it is less expensive to 
expand the design they endorse, 
By any reasonable calculation the 
cost of the expansion would be e- 
qual, 

Their statements as to the com- 
parative costs of maintenance and 
operation also are unsupported by 
facts. The dispute ts not between 
a ‘round’ as compared with a 
‘rectangular’ design, The sole 
question is whether we can afford 
to pay more money for less value, 

As between the design favored 
by the Finance Committee and the 
round schools, the cost of the 
round school is less. The class- 
room quality of ‘finish’ is higher, 
Architects fees are substantially 
less. 

If a ‘conventional’ school design 
offers equal quality and finish, and 
equal usable classroom space for 
the same or less cost than the 
round school, we will be the first 
to urge its adoption as a standard 
de sign for our elementary schools, 


Joseph F Courtney 
Erwin Hanke 
Paul H Niles 
Vincent R McLain 


The Planning Roard of the 
Town of Wilmington will hold a 
series of Public Hearin 

starting at 8 pm on werit » 
1963, in the Wilmington High 
School, relative to the fol- 
lowing articles on Zoning, for 
the next Special Tom Meeting 


; Shown as an Industrial d: 
| trict on the official Toning 


to be held by the Town of 
Wilmington. 


ARTICLE: To see if the Tom 
will vote to amend the Zoning 
Bylaw and Map, particularly a 
Zoning amendment (Article 44) 
voted March 12, 1960 by strik- 
ing out the description of the 
parcel of land set forth 
therein, and substituting the 
following description: thar 
parcel 6f land on the Easterly 
Side of Main St. starting 400 
feet northerly from Clark 
Street; and extending norther- 
ly 1650 ft along Main St.; 
depth varying from 400 ft 

1300 ft and comprising entire- 
ly and exclusively arcel 


Map adopted November 28, 1955, 
or do anything in relation 
thereto. 


ARTICLE: To see if the tom 
will vote to amend the Zoning 
Bylaw and Map, particularly @ 
Zoning amendment voted at a 
town meeting July 1, 1959 (Ar- 
ticle 4) by striking out the 
description of the parcel 
there set forth, and substi- 
tuting the following descrip- 


arcel of land 
bounded by n St, awsh 
Ave,, B& M RR md bridge 
or do anything in rela 
thereto. 
q 


ARTICLE To see if the Town 
will vote to amend the Zoning 
By-Law and Map by changing from 
single Residence ‘A’ District 
to Industrial District the fol- 
‘owing described parcel of 
band: 

Beginning at a point on Mid- 
dlesex Avenue one hundred fifty 
( 150’) feet north of a stone 
bound at the north side of 
First Avenue the line runs 
easterly seven hundred 
71/100 (706,71) feet p 
with First Avenue to the line 
of the Roston & yaine Railroad; 
thence southeasterly by said 
Boston & Maine Railroad 
thousand six hundred fourteen 
(2614’) feet more or less to & 
point on a line one hundred 
( 100’) feet north and parallel 
with Concord Street; thence 
northwesterly by said line par- 
allel with and one hundred 
(100’) feet north of said Con- 
cord Street one thousand five 
hundred eighty-five (1585') 
|feet more or less to a ditch 
at land now or formerly of 
Frank and Marjory Stevens; 
thence northeasterly by said 
ditch and by said Stevens’ 
land one hundred sixty-eight 
(168) feet more or less to a 
comer at land now or formerly 
of Paul and Doris Reitchel, 
Jr., and by land,now or for- 
merly of Emest W. and Rose M. 
Eames; thence easterly by said 
ditch and by land of said 
Reitchels’ one hundred ninety- 
two (192') feet more or less 
to a corner at land of said 
Eames and at land now or for- 
merly of Christina Lopez; 
thence northly by another 
ditch by land of said Lopez 
two hundred fourteen and 5/100 
(214.05’) feet more or less to 
a stake at the upland, thence 
northwesterly by land of said 
Lopez five hundred eighty-four 
and 9/100 (584.09’) feet more 
or less to a corner; thence 
northwesterly by land of said 
Lopez sixty-five (65') feet 
more or less; thence north- 
easterly by @ line parallel 
with Mystic Avenue seven hun- 
dred thirty-seven and 54/100 
(737.54) feet more or less; 
thence westerly five hundred 
sixty-four and 76/100 (564 
76') feet more or less to 
point at Middlesex Avenue; 
thence northerly on @ line of 
said Middlesex Avenue fifty 
(50’) feet to the point of be- 
ginning, or do anything in re- 
lation thereto. 
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James F, Bande 
Chmn. Planning Boarc 


TOW OF WILMINGTON 


CALL FOR BIDS 

The Town Manager Will receive 
bids at the office of the Tom 
Manager, Town Hall, Wilming- 
ton, Mass. until 10:00 a.m, 
peri 29, 1963, when they will | 
e publicly opened and read 
for furnishing Fertilizer to 
be used by the Cemetery De- 
Detailed meee 
e 

office of the Town Man 
Town Hall, Wilmington, Mass. 
The Town of Wilmington re- 
serves the right tq reject any 
bid or all bids, or any part 
thereof deemed not to be in 
the best interest of the Tom 

of Wilmington. 

G. R. Bouchard 


Town Manager 


AT THE EASTERN STAR INSTALLATION: Last Saturday evening 
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GARDEN TYPE APARTMENTS 

STUDY HAS STARTED 

‘Fhe Planning Board Sub-Com- 
mittee on Garden Type apartment 
buildings began their task of study- 
ing By-Laws of other commun- 
itees, in the Town Hall, Tuesday 
night. 

FUNERAL SERVICES FOR 

MILO INGALLS 


Milo L Ingalls, 78 years old, of 


ter a brief illness on April 1ith 
at the Choate Memoria! Hospital 
in Woburn, 

Born in Lowell, he had lived in 
Wilmington for the past 43 years, 
30 of them at his Grove Avenue 
address, 

Until his retirement a fewyears 
ago he was a Chef by Sccupation, 

He is survived by his wife Mable, 
to whom he was married over 50 
years, four sons, Adelbert T and 


in the Masonic Apartments on Church Street. Lto R: Mrs Alice Collins 
of Medford, Installing Marshall; Howard Hunter, Installing Patron; Mrs 
Ella Hunter, Installing Matron; Mrs Jean Adams of Arlene Avenue, 
Worthy Matron; Hayward Adams, Worthy Patron; and Mrs Louise Rice 
of Dorothy Avenue, Installing Chaplain. 


BALL TOMORROW 


DAV TO INSTALL 


VETERANS 


EVENING 


Patriots Day will be observed in 
Wilmington by the three Veterans 
Posts with their annual Military 
Ball, to be held in the Grange Hall, 
starting at 8 pm. 

Commander Paul A Farrell, of 
the Nee Ellsworth Post, VFW, sub- 
stituting for Commander Carl Dre- 
ger of the American Legion Post 
136, will be the General Chairman 


be presented with a State Flag, by 
the Military Ball Committee, 
Many notables are expected for 
the evening, includiig Congress- 
man Brad Morse, Representatives 
Frank Tanner and Tom Donahue, 
and State Senator James Long. 
‘The famed Honor Guard of Med- 
ford Post 45, American Legion, 
Captained by Kenneth Grant, will 
participate in the ceremonies of 


of the evening. Mr Dreger is con- 
fined to his home because of ill- 
ness. 

The Veterans are to make a pre 
sentation of a scholarship to the 
Wilmington High School Scholar- 
ship Fund, High School Principal 
Bernard McMahon will , receive 
the scholarship in behalf of the 
Fund, 

The Crusader Drill Team will 


the evening. 
FRED BRANCONE HOME 
FROM FLORIDA 


Fred Brancone, 49 Fairfield Rd, 
has returned home to Wilmington 
from Florida, Mr. Brancone left 
Wilmington last August, intending 
to live in Miami for the next 
Several years, but now prefers 
Wilmington as his home town, 


THIS IS THE WEEK TO SEE US ABOUT 
MEAT FOR THE FREEZER. GUARANTEED 


BEST QUALITY AT TERRIFIC PRICES! 


¢ 
1b 


U.S. CHOICE STEER 


STEAKS 


CHOICE 


LONDON 
BROIL 


U.S. 


BOTTOM 


row ROAST §=729.™ 


RIB END ¢ 


PORK CHOPS 29" 
ELIA'S 


~WILMINGTON’S FINEST MEAT 


|NORTH WILMINGTON CENTER 


APRIL 28TH. 


The William ‘F Tattersall Chap- 
ter of the Disabled American Vet- 
erans will hold their Installation 
of Officers on April 28th in the 
Grange Hall, starting at 8 pm. 
The ceremony will be a joint 


the Auriliary. 

James Simpson of Brentwood 
Ave is to be installed as the Com- 
mander of the DAV Chapter, and 
other officers will include William 
Coulter as Senior Vice Command- 
er, Joseph Sullivan as Junior Vice 


Commander, Clarence Manns as | 


Adjetant and Harold McKelvey as 
Chaplain, 

Mrs Virginia De Maggio ofGlen- 
dale Circle will be installed as 
Commander of the Auxiliary, with 
other officers including Mrs Mar- 
fon Solas as Senior Vice Command- 
er, Mrs Elizabeth Kelley as Junior 


Vice Commander and Mrs Ruth‘ 


Page as Chaplain. 


METHODIST YOUTH GROUP 
TO PRESENT COMEDY 


The High School Youth Group of 
the Methodist Church are present- 
ing, on May 11th, at’ 7:30pm a mus- 
ical comedy entitled The Garden 
of Roses, Miss Dorothy Suggs is 
the feminine lead, and her opposite 
number will be Bradford Case. 
‘The proceeds will be used for sum- 
mer camp activities. 


CONGREGATIONAL CHURCH 


Sunday 10 am Worship Service. 
Professional Child Care at the 
Parsonage, 191 Middlesex Ave. 
Dr. Allen B, Hackett is to be the 
Guest Preacher for the Social Ac- 
tion Committee. 

Church School, 9 am, Jr Hi, Sr. 
Hi. 10 am All others, 

The Social Action Committee is 
planning a family program from 4 
to 5 pm and a showing of the film 
‘Tomorrow’ after which there will 
be a discussion led by Dick George. 
During the discussion there are to 
be refreshments and cartoons for 
the children, 

‘The Congregational Fireside PF 
will hold their meeting at the home 
of the Misses Carol and Elaine 
McClure on Chestnut St at.7 pm. 

‘The Fireside PF will hold a car 
wash this coming Saturday at the 
chureh, from 10:30 to 3 pm. They 
are expert car washers and your 
car whill shine like new after it 


Milo L Jr of Stoneham, Charles W 
OF Wilmington and John F of Rea- 
ding, and a daughter, Mrs Irene 
B Baker of Wilmington, There are 
15 grandchildren and five great- 
grandchildren, 

Funeral services were held from 
the Nichols Funeral Home, with 
the Rev. Richard Harding, former- 
ly of the Wilmington Methodist 
Church, now of the Amherst Meth- 
odist Church, officiating. The pall 
bearers were grandsons David In- 
galls, Charles Ingalls, Edward Me~ 
leschuk, and a nephew, George An- 
derson, Burial was in the family 
lot in Wildwood Cemetery, 


DAVID O'BRIEN AWARDED 
GRADUATE SCHOLARSHIP 
AT NOTRE DAME 


David O’Brien, son of Mr and 
Mrs John O’Brien, 39 Adams St., 
has been awarded a scholarship 
at the Graduate School of Sociology 
of the University of Notre Dame, 
South Bend, Indiana, 

David, a 1959 graduate of Wil- 
mington High School, will receive 
his Bachelor’s Degree from Bos- 
ton College in June, where he ma- 
jored in sociology. 


PATRICIA BROWN TO STUDY 

AT LAWRENCE MEMORIAL 

Miss Patricia Browne, High 
School Senior, of 42 Middlesex Ave 
has been accepted as a Student 
Nurse, at the Lawremce Memorial 
Hospital, in Medford, Her studies 
will begin in September. 


124 Grove Avenue passed away af- ! 


BERRYMAN, David Raymond, 
first child, to Mr and Mrs Howard 
B Berryman, 40 Main Street, in 
the Choate Memorial Hospital, 
April 7th. 

| Grandparents are Mr and Mrs 

Raymond Houghton o Woodstock, 
j Vt, and Mr and Mrs Vernon B 
,Berryman of Deland, Florida. 


NANCY KEMP TO STUDY 
DENTAL NURSING 


Miss Nancy Kemp, daughter of 
Mr and Mrs Stanley Kemp of 150 
West Street has been accepted at 
the Boston School of Dental Nurs- 
ing, where she will begin her 
‘training in Dental assisting in 
! September, 


RALPH ZWICKER JR 
IN TENNESSEE 


PFC Ralph Zwicker Jr., USMC 
has been transferred toa Memphis 
base of the Marine Corps. His ad- 
dress is now Unit *E’ MAD, NATIC 
NAS 78, Memphis Tenn, 


ART PROGRAM DISCUSSION 
WILDWOOD SCHOOL MONDAY 


Mrs Evelyn Andersen, Art Su- 
pervisor of the Wilmington Public 
Schools, will duscuss the art pro- 
gram at the elementary level at 
the meeting of the Wildwood Par- 
ents Club, next Monday, at 8 pm: 
She will be assisted by pupils of 
the Wildwood School ina demostra- 
tion of various skills. 

After the demonstration a short 
business meeting is to be held. As 
usual, teachers will be in their 
rooms to meet with parents from 
7 to 8 pm, 

Parents from other schools who 
are interested in the elementary 
art program are invited to attend 
the meeting, in the Wildwood All- 
Purpose Room, 


ANNOUNCE MISS TWEDDALE’'S 
ENGAGEMENT TO WINSTON 
FAIRFIELD 


Mr and Mrs Emerson Khanerre 
i cpr pee meet 
Pamela, to Winston L Fairfield Jr 
Son of Mr and Mrs Winston Fair- 
field of Birchwood Road. 

Miss- Tweddale will graduate in 
June from Indiana University Med- 
teal School of Nursing. Mr Fair- 
field will graduate in June from 
Indiana University with a B.S, de- 
gree in Education, 

An August 3rd wedding is planned 


